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upon a meeting at the office to-morrow morning, Sir W. Coventry to be there to determine of all things necessary for the setting of Sir W. Pen to work in his Victualling business. This did awake in me some thoughts of what might in discourse fall out touching my imployment, and did give me some apprehension of trouble. Having done here, and after our laying our necessities for money open to the Duke of York, but nothing obtained concerning it, we parted, and I with others into the House, and there hear that the work is done to the Princel in a few minutes without any pain at all to him, he not knowing when it was done. It was performed by Moulins.2 Having cut the outward table, as they call it, they find the inner all corrupted, so as it come out without any force; and their fear is, that the whole inside of his head is corrupted3 like that, which do yet make them afeard of him; but no ill accident appeared in the doing of the thing, but all with all imaginable success, as Sir Alexander Frazier did tell me himself, I asking him, who is very kind to me. I to the Chapel a little, but hearing nothing did take a turn into the Park, and then back to Chapel and heard a very good Anthem to my heart's delight, and then to Sir G. Carteret's to dinner, and before dinner did walk with him alone a good while, and from him hear our case likely for all these acts to be bad for money, which troubles me, the year speeding so fast, and he tells me that he believes the Duke of York will go to sea with the fleete, which I am sorry for in respect to his person, but yet there is no person in condition to com-
1  Rupert.
2 James Molines, Moleyns, or Mullins, one of a family of distinguished surgeons, born 1628.    He was elected November 8th, 1665, in compliance with a recommendation from Charles II., surgeon to St. Thomas's Hospital as to ordinary avocations, and joint-surgeon with Mr. Hollyer for the cutting of the stone.    He was afterwards appointed Surgeon in Ordinary to Charles II. and James II., and received the degree of M.D. from the University of Oxford, September 28th, 1681. He died February Sth, 1686, and was buried in St. Bride's Church, Fleet Street, where his monumental tablet still exists.    This information is obtained from a valuable article by Dr. J. F. Payne on the various surgeons bearing the name of Molines in the " Dictionary of National Biography."
3 See January I5th, 1664-65, vol. iv., p. 311.